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2345 Nauset Road 



Residential 



ic Name 
Present 
riginal 

Construction Between 1870 & 1908 

See Bibliography* 

'orm Astylistic 

lect /Builder 

|or Material: 

Foundation Brick 

Wall/Trim Shingles 

Asphalt Shingles 

Outbuildings/Secondary Structures 
Free-standing summer house. 

Major Alterations (with dates) 



Condition 
Moved X no 
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Recorded by: Dianne L. Siergiej 

and Sanford Johnson 
Organization: Commonweal Collaborative 



Good 

yes Date 

.6 Acres 



Setting Located in a moderately-settled, 
rural area on the northwest corner of 
the T-intersection of Old Orchard and 
Nauset Roads. 



Date: 



August 1995 
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BUILDING FORM 2345 Nauset Road 

ARCHITECTURAL DESCRIPTION See continuation sheet. 

Describe architectural features. Evaluate the characteristics of this building in terms of other buildings 
within the community. 

This astylistic, 1 1/2-story, side-gable, rectangular, 5 x 2-bay dwelling 
is representative of minimalist construction that occurred at the turn of 
the century in Eastham when the town endured a period of stagnation and 
even decline, before initiation of resort interest in the Cape in the 
twentieth century. The extensive wall space above first floor windows adds 
residential area to the second story, but obliterates the classic Cape Cod 
house form such a simple house would previously have employed. A screened 
porch with enclosed rail spans full-width across the rear elevation and 
attaches to a rectangular, gable-end, shed located off the southwest corner of 
the main block. A 2-bay, shed-roofed, wall dormer has been added to 
the facade. 

Like most dwellings in Eastham, detail is spare, limited to end boards, boxed, 
slightly-projecting cornice, a narrow, plain frieze and a band of decorative 
shingles, the width of window height, across the facade. The central entry is 
sheltered a very-shallow, gable roof with exposed rafters, supported by square 
posts sided by trellises. It consists of a paneled-wood cottage door with 
square light. Fenestration is comprised of 2/2, double-hung sash with 
plain trim. A modern, casement window has been installed in the west corner 
of the south elevation adjacent to paired, 2/2 windows. The central chimney 
sits on the facade slope of the roof, just below the ridge line. 

Also on site to the rear of the house is a 5 x 3-bay, center-entry 
summer house. 

HISTORICAL NARRATIVE _X_ See continuation sheet. 

Discuss the history of the building. Explain its associations with local (or state) history. Include uses 
of the building and the role(s) the owners/occupants played within the community. 

Nauset Road was a local loop off King's Highway in the north of Eastham 
built during the Federal Period. By the end of the 1700 's, a windmill was 
located at the west shore of Salt Pond. That mill may be the one moved to 
Eastham Center. On the 1831 map of Eastham, another windmill is indicated 
further north on the west side of Nauset Road. These structures indicate a 
developed agricultural presence at the southern end of Nauset Road. By 1831, 
a small hamlet was in place at the junction of Nauset Road and King's Highway 
which included at least one commercial establishment. A school was also 
located in the neighborhood just south of the windmill. The windmill, which 
had been run by Isaiah Gill and Freemen Horton, was out of operation and 
dismantled by 1865. 

No research, data or house file exists for this property at the Eastham 
Historical Society Archives. The construction date of 1870 assigned to the 
property is taken from a list of historic properties devised by the Eastham 
Historical Society with dates provided from assessors' records. The source 

BIBLIOGRAPHY and/or REFERENCES X See continuation sheet. 

Recommended for listing in the National Register of Historic Places; 

If checked, see attached National Register Criteria Statement form. 
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HISTORICAL NARRATIVE (continued) 

from which the assessors date is taken is unknown. Based on appearances , the 
1870 date seems reasonable. The shape and massing are typical of folk houses 
of the late nineteenth century and the application of textured facing in the 
form of a band of decorative shingles across the facade references the 
Victorian styles of the period. 

The house, however , does not appear on the 1880 map of Eastham. On the 1908 
map, it is attributed to F. Dill. The only similar reference found in local 
records is Fred F. Dill, a laborer, who is listed in the 1901 directory of 
Eastham as a boarder across the street at 2020 Nauset Road, the home of 
Thomas K. Gill, farmer. Deed research will be necessary to obtain more 
information on the property. 
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